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Lessons, Not Denial. Tom Brennan. (Editor’s 
Opinion) May, p6. 

NFPA 1500—Did You Read It? Tom Brennan. 
(Editor’s Opinion) February, p6. 

Students All. Bill Manning. (Editor’s Opin- 
ion) October, pé6. 

Tackling the Standards. James E. Davis. 
March, p99. 

They’re Heeeere.... Tom Brennan. (Editor’s 
Opinion) January, p6. 


Firefighting Basics 

Apparatus Myths. Tom Brennan. (Random 
Thoughts On...) August, p170. 

Choosing the Right Nozzle. Gene Carlson. 
(Volunteers Corner) October, p10. 

Dangers of Fire Escapes, The. Vincent Dunn. 
May, p39. 

Doing More with Less. Tom Brennan. (Ran- 
dom Thoughts On...) October, p114. 

Firefighter Death and Injury: 50 Causes and 
Contributing Factors. Vincent Dunn. Au- 
gust, p35. 

Flashover. Vincent Dunn. December, p46. 

Friction Loss for 1*4-Inch Hose. William G. 
Smith. (Training Notebook) October, p12. 

It Ain’t Over Till It's Overhauled. Robert D. 
Leiper. (Training Notebook) July, p14. 

Minimum Manning Levels Are Just That! 
Tom Brennan. (Editor's Opinion) April, 


More on Ladders and Their Use. Tom Bren- 
nan. (Random Thoughts On...) June, p152. 
More on Truck Functions. Tom Brennan 
(Random Thoughts On...) February, p100. 
Myths Affecting Safe and Effective Hoseline 


Use. Tom Brennan. (Random Thoughts 
On...) November, p100. 

New Dimensions in High-Rise Construction: 
Multifloor Corridor Design. John M. Mos- 
chella. August, p95. 

Paper Mill Fires. James N. Hall. September, 
p48. 

Peaked Roof, The. Vincent Dunn. March, 
p36. 

Private-Dwelling Fires. Tom Brennan. (Ran- 
dom Thoughts On...) December, p96. 
Safe Firefighting Practices. Vincent Dunn. 

January, p36. 

Safety in the Subways. Andrew M. Trabanco. 
October, p66. 

Shall I, or...2 Tom Brennan. (Random 
Thoughts On...) September, p104. 

Structure Fires. Tom Brennan. (Random 
Thoughts On...) March, p146. 

Truck Function Size-Up. Tom Brennan. (Ran- 
dom Thoughts On...) April, p98. 

Truck Size-Up, Continued. Tom Brennan. 
(Random Thoughts On...) May, p108. 
Truck Work. Tom Brennan. (Random 

Thoughts On...) January, p88. 

Turnout Gear Saved My Life. Steven M. 
Sullivan. September, p35. 

Venting Single-Family Dwellings. Sal Mar- 
chese. (Volunteers Corner) July, p8. 


Fire Investigation 

ABCs of Fire Investigation, The. Gary J. Toll. 
August, p125. 

Arson Investigators: The New Breed. Mi- 
chael E. Knowlton and Richard P. Rogo- 
zinski. June, p46. 

D.E.T.E.R. Arson-for-Profit. William Shouldis. 
(Training Notebook) January, p10. 

Documenting the First Stages of Fire. Gary J. 
Toll. January, p48. 

Fire Investigation: A Team Effort. Ed Spahn. 
January, p52. 

Fire Scene Photography and Photo Analysis. 
Shelly King. January, p56. 

Legal Aspects of Fire Investigation, The. Mark 
R. Cotreau. January, p61. 


Fire Prevention 

D.E.T.E.R. Arson-for-Profit. William Shouldis. 
(Training Notebook) January, p10. 

Fire Prevention: A C.H.LE.F. Concern. Wil- 
liam Shouldis. June, p69. 

Fatal Fire: A Case for Adult Education. Harold 
Haugstad. June, p43. 

Fire Prevention Bureau, The. Glenn P. Cor- 
bett. June, p65. 

Fire Prevention Program: How Successful Is 
Yours? Richard A. Marinucci. June, p35. 
Lessons, Not Denial. Tom Brennan. (Editor’s 

Opinion) May, p6. 
Nebraska’s Smoke Detector Challenge. Rob- 
ert Burke. June, p93. 


Fire Protection 

Escape from Large Burning Buildings. Fran- 
cis L. Brannigan. November, p60. 

Fire Loss Management Series. Francis L. Bran- 
nigan. #10: Methods of Extension. Janu- 
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ary, p64; #11: Extension—-Flame Spread. 
February, p59; #12: Extension—Flame 
Spread, Continued. March, p72; #13: 
Physical Barriers to Fire Extension. April, 
p59; #14: More on Fire Extension. May, 
p59; #15: Building Construction. June, 
p57; #16: Management. July, p57; #17: 
Insurance Interests. August, p77; #18: 
Fire Protection Organizations. September, 
p43; #19: Special Interests. October, p59; 
#20: Government Functions. November, 
p73; #21: The Federal Government. De- 
cember, p71. 

Fire Protection That’s in the Bag. James R. 
Hutton. October, p74. 

Grain of Sand or Mountain of Granite? Tom 
Brennan. (Editor’s Opinion) March, p6. 
High-Rise Fire Spread: Learn from the Past. 

Arthur C. Smith. November, p62. 
Increasing Your Fire Alarm Literacy. (Se- 
ries). Ed Spahn. February, p65; April, p71; 
June, p75; August, p103; October, p85. 
Saving By the Code. Jerry Janda. February, 
p24. 
Sprinkler System Shutdowns. James E. Glatts. 
(Training Notebook) February, p12. 


Fire/Incident Report 

Cold Storage Warehouse Turns Up the Heat. 
Charlie Dickinson. July, p32. 

Fatal Fire: A Case for Adult Education. Harold 
Haugstad. June, p43. 

Fire in the Empire State Building. Bruce 
Hassett. November, p51. 

Fire on the Highway. Daniel K. Law and 
Norcliff Wiley. July, p42. 

Freestanding Wall, The: A Collapse Waiting 
to Happen. Ted Goldfarb. October, p38. 

Happyland: Lessons of the Mind and the 
Heart. Frank J. Nastro. September, p24. 

Moving a Haz-Mat Incident. Stephen L. Her- 
mann. February, p43. 

Philippines Earthquake: International Disas- 
ter with an International Response. Carlos 
J. Castillo. December, p20. 

Saving By the Code. Jerry Janda. February, 
p24. 

Spanish Disco: Smoke in a Ceiling Void, 
Collapse Results in 43 Deaths. Antonio 
Herrero Roson. September, p29. 

Turnout Gear Saved My Life. Steven M. 
Sullivan. September, p35. 

Victorians in the "90s. John W. Mittendorf. 
April, p40. 


Fire Science 

Carbon Monoxide in Void Spaces. Francis L. 
Brannigan. September, p32. 

Flashover. Vincent Dunn. December, p46. 

Heat Stress in Firefighting. Ralph F. Goldman. 
May, p47. 

Spanish Disco: Smoke in a Ceiling Void, 
Collapse Results in 43 Deaths. Antonio 
Herrero Roson. September, p29. 

Unforeseen Dangers of Chemical Mixtures. 
John E. Bowen. February, p33. 

Variables of Flashover, The. Daniel K. Law. 
December, p56. 
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Generul 

Change. Tom Brennan. (Editor’s Opinion) 
August, p6. 

Salute to a Brother’s Brother. Bill Manning. 
(Editor’s Opinion) September, p6. 

They’re Heeeere.... Tom Brennan. (Editor's 
Opinion) January, p6. 

Time Goes By Quickly. Tom Brennan. (Edi- 
tor’s Opinion) July, p6. 


Hazardous Materials 

Asbestos: Breathe Easy with a Preplan. Mi- 
chael Gorski and Philip Silensky. May, p53. 

Batteries Included. Stephen L. Hermann. 
(Training Notebook) September, p12. 

Cancer and Firefighting. Jim Giarrizzo. Sep- 
tember, p65. 

Chemical Data Notebook Series (Hazardous 
Materials). Frank L. Fire. #44: Methyl 
Isocyanate. January, p66; #45: Trichlor- 
oethylene. February, p77; #46: Ethyl Al- 
cohol. March, p106; #47: Styrene. April, 
p78; #48: Sodium Chlorate. May, p78; 
#49: Phosphorus Trichloride. June, p116; 
#50: Sulfur Dioxide. July, p71; #51: Adi- 
pic Acid. August, p129; #52: Carbon Di- 
sulfide. September, p76; #53: Acetylene. 
October, p93; #54: Sodium. November, 
p80; #55: Chlorosulfonic Acid. Decem- 
ber, p74. 

Fire Department Response to Suspected Car 
Bombs. Stephen L. Hermann and William 
H. Hansen. July, p63. 

Fire on the Highway. Daniel K. Law and 
Norcliff Wiley. July, p42. 

Haz Mats: Expect the Unexpected. Gene P. 
Carlson. (Volunteers Corner) April, p8. 

Make the Call. John B. Sachen. May, p31. 

Moving a Haz-Mat Incident. Stephen L. Her- 
mann. February, p43. 

Simplifying Material Safety Data Sheets. Larry 
Radtke. July, p39. 

Training for Radiation Accident Response. 
Anthony M. Gaglierd. September, p57. 
Unforeseen Dangers of Chemical Mixtures. 

John E. Bowen. February, p33. 

Writing an OSHA-Required Emergency Re- 
sponse Plan. Stephen L. Hermann. June, 
p109. 


Incident Command 

Behind the Cameras: Working with the Me- 
dia. Charles B. Hughes II. July, p67. 

Disaster Plan Passes with Flying Colors. 
Thomas M. Sullivan. July, p53. 

Fire on the Highway. Daniel K. Law and 
Norcliff Wiley. July, p42. 

Fireground Accountability: SOPs Can Save 
Lives. John G. Wood Jr. (Training Note- 
book) January, p9. 

Happyland: Lessons of the Mind and the 
Heart. Frank J. Nastro. September, p24. 
ICS for Rural Fires. Jack L. Cottet. (Volun- 

teers Corner) December, p8. 

ICS: Know Who’s in Charge. Gene P. Carlson. 
(Volunteers Corner) June, p8. 

Lesson in Humanity, A. Tom Brennan. (Edi- 
tor’s Opinion) June, p6. 


Managing Mutual-Aid Incidents. Rick Haase. 
August, p53. 

Mass Casualty Response. Frank Edwards. 
April, p75. 

Saving By the Code. Jerry Janda. February, 
p24. 

Training Burn on the 19th Hole. Richard A. 
Marinucci. August, p68. 


Industrial Fire Protection/Response 

Conducting a High-Rise Mock Disaster Drill. 
Arthur F. Brubaker and Robert J. Schwanzl. 
April, p27. 

Fire Brigade, The: Industry’s First Line of 
Defense. Richard J. Edwards. August, 
pli9. 

Fire Protection That’s in the Bag. James R. 
Hutton. October, p74. 

Monsanto’s “MERIT” Team: Partners with 
the Public Sector. Philip Silensky. Febru- 


ary, p51. 


Laws, Legislation, and Standards 

Aid to Rural Departments. Curt Weldon. 
(Congressional Clipboard) June, p18. 

Committee Clout. Curt Weldon. (Congres- 
sional Clipboard) January, p16. 

Documenting Contact with Victims. D. Mi- 
chael Craley. September, p41. 

Drug Testing: An Overview. David Altamir- 
ano. Febr.ary, p71. 

Fire Service Is on the Move, The. Curt 
Weldon. (Congressional Clipboard) Octo- 
ber, p16. 

Give ‘em a Call. Bill Manning. (Editor's 
Opinion) December, p6. 

Grain of Sand or Mountain of Granite? Tom 
Brennan. (Editor’s Opinion) March, p6. 
Legal Aspects of Fire Investigation, The. Mark 

R. Cotreau. January, p61. 

Lessons, Not Denial. Tom Brennan. (Editor’s 
Opinion) May, p6. 

Making a Difference. Curt Weldon. (Con- 
gressional Clipboard) March, p21. 

Minimum Manning Levels Are Just That! 
Tom Brennan. (Editor’s Opinion) April, 
po. 

National Disaster Preparedness Inventory 
Act. Curt Weldon. (Congressionai Clip- 
board) February, p16. 

Enclosed Cabs for Fire Apparatus. Jack L. 
Cottet. October, p50. 

NFPA 1500--Did You Read It? Tom Brennan. 
(Editor’s Opinion) February, p6. 

Programs Lend a Helping Hand. Curt Wel- 
don. (Congressional Clipboard) April, 
p19. 

Reuniting Fire Programs. Curt Weldon. 
(Congressional Clipboard) July, p22. 

Students All. Bill Manning. (Editor’s Opin- 
ion) October, p6. 

Tackling the Standards. James E. Davis. 
March, p99. 

Writing an OSHA-Required Emergency Re- 
sponse Plan. Stephen L. Hermann. June, 
p109. 





Leadership/Management 

Art of Discipline, The. Richard A. Marinucci. 
(Volunteers Corner) September, p8. 

Behind the Cameras: Working with the Me- 
dia. Charles B. Hughes IL. July, p67. 

Changing Your Department’s Organizational 
Culture. John Lee Cook Jr. August, p85. 

Coaching to Improve Performance. James E. 
Sage. August, p61. 

“COPE” with Preplanning. James E. Glatts. 
(Volunteers Corner) May, p8. 

Doing More with Less. Tom Brennan. (Ran- 
dom Thoughts On...) October, p114. 

Don’t Let a Power Loss Leave Your Comput- 
er in the Dark. Mike Seip Sr. June, p107 

Drug Testing: An Overview. David Altamir- 
ano. February, p71. 

Emergency Model of Management, The. Jon 
S. Sager. June, p97. 

Fire Investigation: A Team Effort. Ed Spahn. 
January, p52. 

Fire Prevention: A C.H.LE.F. Concern. Wil- 
liam Shouldis. June, p69. 

From the Ground Up: Constructing or Re- 
constructing a Modern Firehouse. (Series) 
Paul J. De Silva. January, p32; March, p81; 
May, p69; September, p73. 

Getting the Most From Microcomputers. 
Richard L. Mueller. August, p115. 

Great Communicator, The. LaVarn E. Lucas. 
March, p59. 

Happyland: Lessons of the Mind and the 
Heart. Frank J. Nastro. September, p24. 
Modern Chief, The: Renaissance Man. Steve 

Meyer. June, p87. 

Path to Fire Service Excellence, The. (Series) 

Burton W. Phelps. August, p27; October, 
79. 

Power of Positive Valuation, The. Steve Mey- 
er. August, p109. 

Preplanning Water Supplies. Rick Haase. 
(Training Notebook) December, p10. 
Promotion Commotion Marinucci, Richard 

A. Volunteers Corner) February, p8. 

Recruiting Volunteers. James P. Keane. (Vol- 
unteers Corner) November, p8. 

Shared Dispatching. Francis X. Holt. Novem- 
ber, p77. 

Simplifying Material Safety Data Sheets. Larry 
Radtke. July, p39. 

Statistics in Fire Service Administration. Nan- 
cy K. and David H. Hoover Grant. March, 
p93. 

Tackling the Standards. James E. Davis. 
March, p99. 

Transition to a Combination Department. 
Richard A. Marinucci. (Volunteers Cor- 
ner) August, p8. 

Urban Search and Rescue. Ray Downey. (The 
Rescue Company) October, p14. 

Writing an OSHA-Required Emergency Re- 
sponse Plan. Stephen L. Hermann. June, 
p109. 


Maintenance 

Automated SCBA Performance Testing. Ste- 
ven Meyst. May, p76. 

Breath of Fresh Air, A. Patricia F. Spencer and 


Thomas Rose. September, p71. 
Passive Smoke: The Overlooked Risk. Les 
Winney. September, p68. 


Personnel Protection 

Automated SCBA Performance Testing. Ste- 
ven Meyst. May, p76. 

Breath of Fresh Air, A. Patricia F. Spencer and 
Thomas Rose. September, p71. 

Cancer and Firefighting. Jim Giarrizzo. Sep- 
tember, p65. 

Documenting Contact with Victims. D. Mi- 
chael Craley. September, p41. 

Heat Stress in Firefighting. Ralph F. Goldman. 
May, p47. 

Passive Smoke: The Overlooked Risk. Les 
Winney. September, p68. 

Turnout Gear Saved My Life. Steven M. 
Sullivan. September, p35. 


Public Education/Relations 

Behind the Cameras: Working with the Me- 
dia. Charles B. Hughes IL. July, p67. 

Civilians to the Rescue. Christopher R. Bur- 
ton. April, p55. 

Conducting a High-Rise Mock Disaster Drill. 
Arthur F. Brubaker and Robert J. Schwanzl. 
April, p27. 

Fatal Fire: A Case for Adult Education. Harold 
Haugstad. June, p43. 

Fire Prevention Program: How Successful Is 
Yours? June, p35. Marinucci. , Richard A. 

Fire Prevention: A C.H.LE.F. Concern. Wil- 
liam Shouldis. June, p69. 

Flashover “Phenomenon,” The. Bill Manning. 
(Editor’s Opinion) November, p6. 

Monsanto’s “MERIT” Team: Partners with 
the Public Sector. Philip Silensky. Febru- 
ary, p51. 

Nebraska’s Smoke Detector Challenge. Rob- 
ert Burke. June, p93. 


Rescue 

Chocks, Blocks, and Cribbing. Ray Downey. 
(The Rescue Company) June, p14. 

Civilians to the Rescue. Christopher R. Bur- 
ton. April, p55. 
Cold Water and Ice Rescues. Ray Downey. 
(The Rescue Company) January, p14. 
Concrete. Ray Downey. (The Rescue Com- 
pany) May, p14. 

Elevators. Ray Downey. (The Rescue Com- 
pany) February, p15. 

Elevators, Part 2. Ray Downey. (The Rescue 
Company) March, p16. 

Elevators, Part 3. Ray Downey. (The Rescue 
Company) April, p14. 

Forgotten Fracture. Jeffrey A. Busch. Octo- 
ber, p71. 

Medical Treatment at Collapse Rescues. Jo- 
seph A Barbera. December, p27. 

Philippines Earthquake: International Disas- 
ter with an International Response. Carlos 
J. Castillo. December, p20. 

Pop the Hood. Francis C. Murphy. (Training 
Notebook) June, p10. 

Rediscovering the Air Chisel. Brian G. Ander- 
son. April, p65. 


Rescue 90: The “Big One.” Tom Carr. De- 
cember, p28. 

Rescues from Industrial Machinery. Rick 
Haase. March, p53. 

Restriction Devices on Elevator Car Doors. 
Glenn P. Corbett. (Training Notebook) 
May, p10. 

Search and Rescue Teams. Ray Downey. 
(The Rescue Company) September, p16. 

Search Techniques for Divers. Walt Hen- 
drick. March, p64. 

Single-Slide Rope Rescues. Jack Hibbard. 
(Training Notebook) November, p10. 
“Strapping” Problem, A. George Howard. 

(Training Notebook) April, p12. 

Training Divers for Minimal or Zero Visibili- 
ty. Walt Hendrick. May, p67. 

Treating Victims. Ray Downey. (The Rescue 
Company) November, p18. 

Urban Search and Rescue. Ray Downey. (The 
Rescue Company) October, p14. 

Utilizing the Rescue Company. Ray Downey. 
(The Rescue Company) July, p19. 

View From “The Rescue Company,” A. Ray 
Downey. December, p43. 

What’s New in Rescue Equipment. Ray Dow- 
ney. (The Rescue Company ) August, p18. 


Safety and Health 

Asbestos: Breathe Easy with a Preplan. Mi- 
chael Gorski and Philip Silensky. May, p53. 

Automated SCBA Performance Testing. Ste- 
ven Meyst. May, p76. 

Breath of Fresh Air, A. Patricia F. and Thomas 
Rose Spencer. September, p71. 

Burn Room Insulation. Tim May. (Training 
Notebook) August, p14. 

Cancer and Firefighting. Jim Giarrizzo. Sep- 
tember, p65. 

Documenting Contact with Victims. Michael 
D. Craley. September, p41. 

Drug Testing: An Overview. David Altamir- 
ano. February, p71. 

Enclosed Cabs for Fire Apparatus. Jack L. 
Cottet. October, p50. 

Firefighter Death and Injury: 50 Causes and 
Contributing Factors. Vincent Dunn. Au- 
gust, p35. 

Flashover “Phenomenon,” The. Bill Manning. 
(Editor’s Opinion) November, p6. 

FRT Plywood: Not As Safe As It Sounds. 
Leonard P. Parkin II. May, p27. 

Happyland: Lessons of the Mind and the 
Heart. Frank J. Nastro. September, p24. 

Hearing Protection: A Sound Idea. John Lee 
Cook Jr. May, p62. 

Heat Stress in Firefighting. Ralph F. Goldman. 
May, p47. 

Hydration Prevents Heat Exhaustion. F.C. 
Windisch. February, p75. 

Lesson in Humanity, A. Tom Brennan. (Edi- 
tor’s Opinion) June, p6. 

New Technology for Emergency Vehicle 
Sirens. Barry McKinnon. November, p65. 

NFPA 1500—Did You Read It? Tom Brennan. 
(Editor’s Opinion) February, p6. 

Passive Smoke: The Overlooked Risk. Les 
Winney. September, p68. 
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Turnout Gear Saved My Life. Steven M. 
Sullivan. September, p35. 


Special Risk Fires 

Asbestos: Breathe Easy with a Preplan. Philip 
Silensky and Michael Gorski. May, p53. 

Batteries Included. Stephen L. Hermann. 
(Training Notebook) September, p12. 

Cold Storage Warehouse Turns Up the Heat. 
Charlie Dickinson. July, p32. 

Fire Department Response to Suspected Car 
Bombs. William H. Hansen and Stephen L. 
Hermann. July, p63. 

New Dimensions in High-Rise Construction: 
Multifloor Corridor Design. John M. Mos- 
chella. August, p95. 

Paper Mill Fires. James N. Hall. September, 
p48. 

Peaked Roof, The. Vincent Dunn. March, p36. 

Restriction Devices on Elevator Car Doors. 
Glenn P. Corbett. (Training Notebook) 
May, p10. 

Safety in the Subways. Andrew M. Trabanco. 
October, p66. 

Spanish Disco: Smoke in a Ceiling Void, 
Collapse Results in 43 Deaths. Antonio 
Herrero Roson. September, p29. 


Strategy and Tactics 

Apparatus Myths. Tom Brennan. (Random 
Thoughts On...) August, p170. 

Choosing the Right Nozzle. Gene Carlson. 
(Volunteers Corner) October, p10. 

Cold Storage Warehouse Turns Up the Heat. 
Charlie Dickinson. July, p32. 

Dangers of Fire Escapes, The. Vincent Dunn. 
May, p39. 

Doing More with Less. Tom Brennan. (Ran- 
dom Thoughts On...) October, p114. 

Fire in the Empire State Building. Bruce 
Hassett. November, p51. 

Firefighter Death and Injury: 50 Causes and 
Contributing Factors. Vincent Dunn. Au- 
gust, p35. 

Flashover. Vincent Dunn. December, p46: 

ICS for Rural Fires. Jack L. Cottet. (Volun- 
teers Corner) December, p8. 

More on Ladders and Their Use. Tom Bren- 
nan. (Random Thoughts On...) June, p152. 

More on Truck Functions. Tom Brennan. 
(Random Thoughts On...) February, p100. 

Myths Affecting Safe and Effective Hoseline 
Use. Tom Brennan. (Random Thoughts 
On...) November, p100. 

New Dimensions in High-Rise Construction: 
Multifloor Corridor Design. John M. Mos- 
chella. August, p95. 

Paper Mill Fires. James N. Hall. September, 


p48. 
Peaked Roof, The. Vincent Dunn. March, p36. 
Private-Dwelling Fires. Tom Brennan. (Ran- 
dom Thoughts On...) December, p96. 
Safe Firefighting Practices. Vincent Dunn. 
January, p36. 

Safety in the Subways. Andrew M. Trabanco. 
October, p66. 

Shall I, or...2 Tom Brennan. (Random 
Thoughts On...) September, p104. 
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Structure Fires. Tom Brennan. (Random 
Thoughts On...) March, p146. 

Truck Function Size-Up. Tom Brennan. (Ran- 
dom Thoughts On...) April, p98. 

Truck Size-Up, Continued. Tom Brennan. 
(Random Thoughts On...) May, p108. 
Truck Work. Tom Brennan. (Random 

Thoughts On...) January, p88. 
Venting Single-Family Dwellings. Sal Marche- 
se. (Volunteers Corner) July, p8. 
Victorians in the 90s. John W. Mittendorf. 
April, p40. 


Tools and Equipment 

Automated SCBA Performance Testing. Ste- 
ven Meyst. May, p76. 

Chocks, Blocks, and Cribbing. Ray Downey. 
(The Rescue Company) June, p14. 

Choosing the Right Nozzle. Gene Carlson. 
(Volunteers Corner) October, p10. 

Engine Runaway. Howard Moon. October, 
p9l. 

Fire Protection That’s in the Bag. James R. 
Hutton. October, p74. 

Forgotten Fracture. Jeffrey A Busch. Octo- 
ber, p71. 

Getting the Most From Microcomputers. 
Richard L. Mueller. August, p115. 

New Technology for Emergency Vehicle 
Sirens. Barry McKinnon. November, p65. 

Rediscovering the Air Chisel. Brian G. Ander- 
son. April, p65. 

Single-Slide Rope Rescues. Jack Hibbard. 
(Training Notebook) November, p10. 
Smooth-Bore Nozzle, The. C. Bruce Edwards. 

October, p45. 

Soft-Sided Haz-Mat Unit, A. Kevin G. O’Sulli- 
van. October, p55. 

Taking the Pressure Off: Low-Pressure Fog 
Nozzles Hit the Streets. David P. Fornell. 
December, p58. 

War Wagon, The. James Webb. February, p47. 

Water Dragon, The. Kevin G. O'Sullivan. 
March, p33. 

What’s New in Rescue Equipment. Ray Dow- 
ney. (The Rescue Company) August, p18. 

What's the Hitch? Roger L. Johnson. (Train- 
ing Notebook) March, p12. 


Training 

Apparatus Myths. Tom Brennan. (Random 
Thoughts On...) August, p170. 

Burn Room Insulation. Tim May. (Training 
Notebook) August, p14. 

Chocks, Blocks, and Cribbing. Ray Downey. 
(The Rescue Company) June, p14. 

Choosing the Right Nozzle. Gene Carlson. 
(Volunteers Corner) October, p10. 

Coaching to Improve Performance. James E. 
Sage. August, p61. 
Cold Water and Ice Rescues. Ray Downey. 
(The Rescue Company) January, p14. 
Concrete. Ray Downey. (The Rescue Com- 
pany) May, p14. 

“COPE” with Preplanning. James E. Glatts. 
(Volunteers Corner) May, p8. 

Creating Interest in Training. Gene P. Carl- 
son. (Volunteers Corner) March, p8. 


Dangers of Fire Escapes, The. Vincent Dunn. 
May, p39. 

Doing More with Less. Tom Brennan. (Ran- 
dom Thoughts On...) October, p114. 

Elevators. Ray Downey. (The Rescue Com- 
pany) February, p15. 

Elevators, Part 2. Ray Downey. (The Rescue 
Company) March, p16. 

Elevators, Part 3. Ray Downey. (The Rescue 
Company) April, p14. 

Fire Brigade, The: Industry’s First Line of 
Defense. Richard J. Edwards. August, 
p119. 

Fire Department Response to Suspected Car 
Bombs. William H. Hansen and Stephen L. 
Hermann. July, p63. 

Firefighter Death and Injury: 50 Causes and 
Contributing Factors. Vincent Dunn. Au- 
gust, p35. 

Fireground Accountability: SOPs Can Save 
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